BATH,  N.  C. 

St.  Thomas  Episcopal  Church  at  Bath,  N.  C.  was 
built  in  1734.  It  is  the  oldest  religious  edifice 
in  the  state.  It  has  many  historical  relics,  Queen 
Anne  Bell,  ,  1732,  George  II  Candelabra,  and 
old  Bible  printed  in  1704. 
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